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INDEX 


Recommended 


Practice—Sect. No. 


Abrasion Resistance. .............. 


Deleterious Substances............ 


Mortar Strength Tests............. 
Organic Impurities................ 
Sampling and Testing............. 


Wearing Surfaces................. 


Alkali and Corrosive Fluids, 
Construction Details for........... 
Depositing Concrete............... 
Protection of Concrete............. 
“ Reinforcement........ 
Water-Cement Ratio Requirements. . 


Allowable Unit Stresses............. 
Anchorage (see Bond and Anchorage) 


Anchorage of Reinforcement....... 
Beams in Flat Slab Construction... . 

Two-Way Slab “ 
Bending Moments. 
Compression Reinforcement... ..... 
Lateral Supports.................. 
Wedge-Shaped Beams............. 


Bending Moments.................. 
Beams and 


Flat Slabs, Discontinuous Panels... . 


205-212 


804-808 
826-830 

840 

815 

808, App. 2, 3 
804 

804 

804 

822, 825 


App. 2, 3 
808 
859-862 
838 

835, 836 


117 


Specifications 
Sect. No. 


2198, 2298 
2188, 2298 
2148-2198 


2218 

2108, 2168, 2238 
2078-2138 

2258 

2088, 2098S, 2158 
2228-2248, 2298 
2128, 2298 
2118, 2298 

2208 

2268-2298 


2138, 2178, 2298 


2188, 2248, 2298 


| 
| 
307 ¥ 
Table 1 
App. 1 
501 
609 
506 
303 


INDEX 


Recommended 
Practice—Sect. No. 
Slabs, One-Way (Solid or Ribbed)... 806, 807 
«Two-Way (Supported on 4 
Supporting Beams in Two-Way Slabs 815 
Bond and Anchorage................ 823-830 
Cement 
High-early-strength............... 202(e), 306......... 
Cleaning Concrete Surfaces.......... 703, 724 
Columns, Reinforced Concrete........ 851-862 
Bending Moments................ 859-862, App. 2 
Combined Axial and Bending Stress. 860, 861 
Combination and Pipe Columns..... 857 
856 
852 
Reinforcement Details............. 854 
Spirally Reinforced, Allowable Load. 854 
Tied, Allowable Load.............. 855 
Transfer of Loads to Pedestals...... 870 
Unsupported Length.............. 853 
Wind or Earthquake Stresses....... 862 
Compression Reinforcement 
Consistency and Workability of Con- 
Construction 501-514 
Additional Curing to Meet Strength 
Am. Ry. Eng. Assn. Specifications... 309, App. 4 
Field Test Specimens.............. 311 
Methods and Requirements........ 309 
607 
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Specifications 
‘Sect. No. 
4168 
2018S 


203S 


Decor 
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Tra 
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: | Forms 
| Frame 
| Ben 
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INDEX 


Recommended Specifications 
Practice—Sect. No. Sect. No. 
Decorative Finishes (see also Surface 

Deleterious Substances (see Aggregates) 

Depositing Concrete (see Placing) 

Diagonal Tension and Shear......... 816-822 
Beams and Girders................ 817 

Web Reinforcement, Beams and 

Wedge-Shaped Beams............. 822 

Drop Panels (see Flat Slabs) 

Durability of Concrete............... 303 

Earthquake 

Expansion and Contraction of Concrete 

(see also Joints)................ 501 


Exposure Requirements for Concrete.. 303 


Field Tests of Concrete.............. | 3208-3258 
Finishing (see Surface Finishes) 
211 
Fire Protection Requirements 
ices 211 
505 
866 
Diagonal Tension and Shear........ 821 
Pedestal and Pedestal Footings..... 871 
Transfer of Load from Column...... 870 
ee 864, 865, 878 
Bending Moments................ 805, App. 2, 3 
119 


i 
| 
| 
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INDEX 


Recommended Specifications 
Practice—Sect. No. Sect. No. 
Girders (see Beams and Girders) 
Joints (see also Bonding Old and New 
Concrete) 
Expansion and Contraction......... 509 
510 
L-, T-, or U-Shaped Buildings...... 510 
Lightweight Aggregates.............. 2228-2248, 2298S 
Loads, Superimposed................ 803 
Ready-Mixed Concrete............ 3128, 3148, 3158 
Mortar (see also Pneumatically Applied 
Mortar) 
Strength Tests (see Aggregates) 
Used for Waterproofing............ 611 
Pavement Concrete, Quality.......... 303 
4078-4228 
Cold Weather (sce aleo Curing) 4158S 
Consistency Required............. 307 
Pneumatically Applied Mortar........ 4228S 
For Moisture Protection........... 506 
Reinforcement for................. 406(m) 
Proportioning Concrete.............. 302 
By Strength and Water Content 9 
By Fixed Mixes (Alternate B)...... er 301SB-306SB 
Wearing Surfaces................. 713 
120 
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INDEX 


Recommended 
Practice—Sect. No. 
Protective Treatments for Concrete 


(see Also PRIMUS)... 601, 605-614, App. 1 


| Ready-Mixed Concrete (see Mixing) 
| Reinforced Concrete Design.......... 801-878 
Reinforcement, Metal............... 
Clearance and Embedment......... 504, 854 
Columns, Spiral Reinforcement... . . 854, 855 
Compression in Beams............. 804 
} 505 
Flat Slab Construction............. 843-845 
Moisture Protection............... 
Offsets, Column Reinforcement... .. 503, 854(c) 
Recommended Sizes............... 216 
818, 819, 830 
| Working Stresses................. 878 
| Retaining Walls.................... 872-877 
| Sea Water, Concrete Exposed to 
Construction Details.............. 501 
| Exposure Requirements............ 303 
Protection for Reinforcement....... 507 
Shear (see Diagonal Tension and Shear) 
Shrinkage (see Expansion and Contrac- 
tion) 
Slabs, 804-808 
809-815 
Soundness of Aggregates............ 
Steel (see Reinforcement) 
| Strength Specifications: Enforcement of 
Requirements... . .. 304(a), 312 
Surface Finishes (see also Paints)... .. 701-731 
i" Surface Treatments (see also Protective 
613 
Testing 
878 


Specifications 
Sect. No. 


2138, 2178, 2298 


326SA-328SA 


2268-2298 
3208-3258 


2308, 2318 
501S-504S 
5058S 
422S(m) 
5068S 
3178 
2208S, 4198 
121. 


_ INDEX 
Practice Beet, No. 
307, 404, 405 
Water-Cement Ratio................ 301-305..... 
Weathering, Protection for........... 606 
Web Reinforcement................. 818, 819, 830 
Wind or Earthquake Stresses......... 862, 878 
Workability of Concrete 
(see Consistency) 
122 


Specifications 
Sect. No. 


305SA, 305SB 


301SA-303SA, 
304SB 


2058, 2068 
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